V. 4. (iv)                                   DATA OF EIOH DAMS IN DJDIA

23) Position and form of the core wall   As per cross-section hearting of
(or other means of securing water   *   marly clay with 10 feet width at top
tightness)                                         and concrete core wall in rock por-

tion and puddle trench core wall
for a length of 5,290 feet excluding
the deepest portion which have
been provided with concrete core
wall.

(24)  Batter (if any) of the core wall          1 in 4

(25)  Maximum depth below ground
surface of core- wall or other means

</ securing water tightness,               35 feet

(26)  Method of keying core-wall or

other wallin the underlying ground    By means of concrete trenching

(27)  Nature of material forming the    Puddle core wall and trench in the
core or other wall                          deepest portion filled ia with con-

crete in ttiri&t mortar.

IV. PBEPARATION FOB SUBMSaGENCE OF AREA ABOVE THE

DAM

(1)  Land submerge;! :

(a) Grown waste
(&) Proprietor^

(2)  Dislocation :

(a) Villages
(6) Families
(e) Population
(d) Boads :
~~"

(w) District Roads

(Hi) Village Boada
' (e) Bailway Lines
>(/) Temples, mosque, etc.
(g) Graves, etc.
(A) Trees, gardens, pastures, hou-

ses, wells, tte.
(i) Bridges

(3)  Compensation paid under each eate-
gory of item  (2)

(4)  M ettod of compensating for land of

410